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St  Nicholas 

THE  NATIONAL  WAR  MEMORIAL  SHRINE  OF  THE 
ORTHODOX  CHURCH  IN  AMERICA 


RUSSIAN  ORTHODOX  CHURCH  OF  ST.  NICHOLAS 
"The  National  War  Memorial  Shrine"  of  the 
Orthodox  Church  in  America 
3500  Massachusetts  Ave.,  N.  W, 
Washington,  D.  C.  20007 
This  beautiful  church,  patterned  in  classical  12th 
century    medieval    style,    is    dedicated    to  those 
Orthodox  Christians  who  lost  their  lives  in  the 
cause  of  freedom. 
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